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bo Technical manager of EfI, Frost (fnu)„ 

c 0 Mueller (fnu), an expert in the field of designs analysls„of EfI 
do Stromberg (fnu), an architect, of EfI 

Co Seiffert, an architect of the Firm of Industrie Tiefbeu (underground 
constructions) Brandenburg* 

The aeoond group of conferees consisted of technologists vhose chief 
was unknown* 

3 6 The conferees were in general agreement that the designs for the 
power reactor were uneuited and left open too many problems such as 
the question of expansion joints in the reactor building. The j 

technologists and civil engineers assembled regretted that EfI had j 

not delegated Its best experts to Moscow because they would have ! 

been better able to represent the German point of view . 

i 

. r t* j 

two sketches showing 25X1 j 

the planned layout of the power reactor near Lake Bteehlin/ 
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b. Technical raanagor of -Kfl, Frost, (;/nu.) s 

c. Mueller (fnu) # an axp^rt In tha field of designs analysis*©;? EfI / 

d« Stroabsrg (fnu)* an architect* of EfI 

e« Seiffert, an architect of the Firs of Industrie* Tiefbau (underground 
constructions) Brenderburg* N 


The second group of conferees consisted of technologists whose chief 
was unknown. 

3o The conferees were in general agreement, that the designs fox* the 
power reactor were unbolted and loft. open too xa any problems such as 
the question of aocpamslon joints in tlK reactor buildings The 
, technologists and civil engineers as^mled regretted that EfI had 
not delegated its best cor ports to Moscow because they would have 
boon bettor able to represent the German point of view* 
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